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STINGERS BEAT QUEEN'S : HOST MCGILL 


For the second straight week, the Concordia defensive unit held the opposition 
to 4 points, leading the Stingers to an 18-4 win over the Queen's Golden Gaels 
last Saturday, before over 2,700 fans at Concordia. With the win, the Stingers 
clinch second place in the 0.Q.I.F.C. with a record of 5 and 2. Concordia has 
won four straight leading into next Saturday's sudden death semi-final (Oct.30) 


with McGill, at the Concordia Stadium at 1 p.m.. 


Against Queen's, Concordia took a slim 1-0 lead in the first 30 minutes on a 
single by Joe Cerino, fell behind 4-1 early in the third quarter and then 
rallied to win on touchdowns by Frank Pileggi and John McArthur. But it was a 
hard-hitting defense that was the difference in this one, keeping the Gaels 

in their own half of the field most of the afternoon. In fact Concordia has 
not allowed a touchdown in more than 8 quarters and has given up but 35 points 
in the last 4 games. 


Next Saturday at 1 p.m., the Stingers will host McGill in one semi-final, while 
Ottawa is at home to Queen's in the other. The Stingers and Redmen have met 
twice this year with McGill winning 21-8 at Concordia in September and the 
Stingers winning 28-4 two weeks ago at Molson Stadium. 
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